STATUTES AT LARGE

custody of the commissioners of election or other electoral board and
delivered to the managers of election as hereinafter provided. After
the voting machines have been delivered to the polling places it shall
be the duty of the commissioners of election or other electoral board
to provide ample protection against molestation or injury to the
machine. Every voting machine shall be furnished with a lantern, or
other proper light, if necessary, to enable the voters while voting to
read the ballots, all voting machines used in any election shall be
provided with a screen, hood or booth which shall conceal the voter
and his action while voting.
SECTION 13-J: Instruct managers and clerks in use of voting
machines.-Not less than ten nor more than twenty-one days be-
fore each election, the commissioners of election or other electoral
board shall instruct, or cause to be instructed in the use of the ma-
chine and their duties in connection therewith the managers and clerks,
if clerks be appointed, appointed to serve in such election, and shall
not permit any person to serve as a manager or clerk, if there be
clerks, who is not fully qualified to properly conduct an election with
the machine, provided, that nothing herein shall be construed as to
prevent the appointment of a person as a manager or clerk, if there
be clerks, of election to fill a vacancy in any emergency.
SECTION 13-K: Exhibit and demonstrate voting machines.-
In any county, city or town in which voting machines are be to
used, the commissioners of election or other electoral board may
designate suitable and adequate times and places for the exhibition
and demonstration of a voting machine containing sample ballots,
showing the title of offices to be'filled and so far as practicable, the
names of the candidates to be voted for at the next election for the
purpose of giving instructions as to the use of a voting machine to
all voters who may apply for the same. No voting machine shall be
used for such instruction after being prepared and sealed for use in
an election. During such exhibition the counting mechanism of the
voting machine shall be concealed from view.
SECTION 13;L: Placement and inspection of voting machines
in polling places-attendance of persons.-At any and all elec-
tions at which voting machines are used, the exterior of the ' oting
machine and every part of the polling place shall be in plain view
of the managers and clerks, if there be clerks of election. The voting
machine shall be placed at least three feet from every wall or parti-
tion of the polling place, and at least five feet from any table whereat
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